PHILIP MORRIS MANAGEMENT CORP. INTER-OFFICE CORRESPONDENCE 

120 PARK AVENUE, NEW YORK. N!Y. 10017-5592 

r0i Douglas T. Moring DArE: January 9, 1992' 

FROM; ^ ,, 

Denise F. Keane 1 

SUBJECT. 

KGF “Clean Air Policy" 


Having., reviewed the referenced policy, I note that it appears to have beem 
adopted in Ii987, approximately three years before the Illinois Clean Indoor 
Air Act went into effect. I believe you indicated that there were no local 
requirements which' prompted! the adoption of the Kraft policy. I wouldl 
however, appreciate your confirmation, on this point. 



DFK.sl 


Source: https://www.industrydocuments.ucsf.edu/docs/hyjjOOOO 
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